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Mr. Joan Besques 
Philip Norris Europe 
EPTA, Eastern Suropsf Ths Middle 
East and Africa Region 
Avenue de Cour 107 
1001 Lausanne# Switserland 

Dear Jeans 

X have your fax of May 26 asking about the avail¬ 
ability of Monitoring equipment for possible cabin air quality 
tests. 

My understanding is that the two briefcase samplers 
that have been ordered for Helmut Oaisch have been fabricated 
and are waiting to be shipped. X have been told that the 
delay in shipment has been in completing the paperwork needed 
to export the samplers. Tam Osdene told as last week that he 
planned to try to sake sure that the necessary paperwork is 
completed promptly. 

X do not know whether anyone in Dr. Oaisch's shop 
has been trained to use the briefcase saaplers but expect that 
they either have been or are satisfied that they do not need 
training (for the most part# the sampler uses rather conven¬ 
tional components). Dr. Osdene undoubtedly could advice the 
aoientiets at Neuofeatal if that should be needed. 

Additionally# at a meeting that Dr. Osdene and X 
attended last week in Washington we were shown a new personal 
nicotine monitor thet is available for purchase. You might 
want to ask Dr. Osdene to give ygu some details of that 
monitor. 

That leaves# of course# the question of whom should 
1 analyse the results — following use either of the briefcase 
sampler or a personal nicotine monitor. Again# you may want 
to put that question directly to Dr. Osdene. X would think# 
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however# that IT Corporation — which is performing that 
function here — could perform the same function for you if a 
laboratory cannot be identified promptly in Europe. 

Best wishes. 

Sincerely, 

—- 
John P. Rupp 
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